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SUBJECT: ALARM SYSTEMS, NICE 

REF: PARIS 00133 (NOTAL) 

1 . RESIDENCE ALARM SYSTEM SHOULD INCLUDE MONITOR IN MASTER 
BEDROOM. LINE TO POLICE (TO BE ARRANGED BY POST AND RSO) 

SHOULD INCLUDE PUSH BUTTON FOR ACTIVATION AT PRINCIPAL OF- 
FICER'S OPTION. CONSULATE ALARM SYSTEM SHOULD REPORT DIR- 
ECTLY TO POLICE. 

2. RECOGNIZING CURRENT PEAK IN RTC FRANKFURT WORKLOAD, 
RECOMMEND PELCZYNSKI REQUEST RTC CASABLANCA PROVIDE MANPOWER. 
TO EXPEDITE, SUGGEST SUFFICIENT EQUIPMENT BE CARRIED ON IN- 
ITIAL TRIP TO PERMIT INSTALLATION WITHOUT PRELIMINARY SURVEY. 
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3. RSO PARIS IS INSTRUCTED TO MEET TECHNICAL OFFICER AT 
NI; RSO MUST JUDGE VULNERABILITIES OF STRUCTURES AND, 

WITH TECHNICAL ADVICE AS TO FEASIBILITY OF VARIOUS ALTERNA- 
TIVES, REACH AGREEMENT ON PLAN FOR APPROVAL BY PRINCIPAL 
OFFICER. SYSTEM SHOULD BE DESIGNED FOR MINIMUM FALSE ALARM 
RATE, EVEN AT SOME SACRIFICE IN PROTECTION. WRITTEN INSTRUC- 
TIONS ON PERIODIC OPERATIONAL CHECKS MUST BE LEFT WITH POST. 
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4. RSO PARIS IS INSTRUCTED TO PRESS ARRANGEMENTS FOR LINES 
TO POLICE TO DEFINITE CONCLUSION. IN ALL LIKELIHOOD. THIS 
WILL REQUIRE COORDINATION WITH PTT AND RESOLUTION OF FUND- 
ING QUESTIONS. WHEN FIRM DATE ON AVAILABILITY OF LINES IS 
ESTABLISHED. RSO SHOULD NOTIFY RTC TO COORDINATE TIMING OF 
JOINT VISIT. 

5. REQUEST RSO KEEP A/SY APPRISED OF PROGRESS OF THIS PROJ- 
ECT. 

KISSINGER 
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